Republic of the Philippines 
Tanza Water District 


STATEMENT OF CASH FLOWS 


For the period ended December 31, 2017 




THIS MONTH 


YEAR TO DATE 

Cash Flows from Operating Activities 





Cash Inflows: 





Collection of Water Bills and Penalty from Customers 

Ps 

5,873,096.95 

Ps 

72,771,169.72 

Registration Fees 


200,900.00 


3,108,400.00 

Other Service Income 


24,026.50 


330,634.00 

Interest Income 


23,981.23 


52,747.49 

Miscellaneous Income 


15,000.00 


102,757.85 

Other Refund Expenses 


34,527.89 


183,610.66 

Collection of Receivables - Disallowances 


2,000.00 


20,208.33 

Sales of Merchandise inventory 


51,761.81 


997,624.14 

Intra-Agency Payable 


- 


60,890.59 

Other Liability Accounts(Guarranty, Performance/Bidders 

, etc 

- 


84,000.00 

Cash Inflows: 

Ps 

6,225,294.38 

Ps 

77,712,042.78 

Cash Outflows: 





Net Salaries and Wages 

Ps 

1,278,317.55 

Ps 

13,507,026.40 

Replenishment of Working Funds 


21,616.70 


263,106.46 

Other Personnel Services 


2,089,588.56 


9,506,035.44 

Operating Expenses 


1,944,547.84 


14,721,048.86 

Repair and Maintenance Expenses 


155,004.07 


932,691.41 

Financial Expenses(except interest on loans payable) 


50.00 


3,800.00 

Purchase of Materials and Supplies Inventory 


105,189.98 


7,871,167.40 

Prepayment made 




57,680.78 

Guaranty Deposits 




84,858.14 

Other Current Assets 




701,838.69 

Remittance of taxes withheld to BIR(Compensation) 


122,577.46 


1,482,427.00 

Remittance of taxes withheld to BlR(EWT,VAT,Franchise) 


245,051.11 


2,937,223.93 

Remittance of amount due to GSIS, Pag-ibig and Philheaith 

449,307.80 


5,496,317.93 

Remittance of amount due to Other Fund (Provident) 




3,465,294.36 

Total Cash Outflows: 

Ps 

6,411,251.07 

Ps 

61,030,516.80 

Total Cash Provided (used) Operating Activities 

Ps 

(185,956.69) 

Ps 

16,681,525.98 


Cash Flows From Investing Activities 
Cash Inflows: 

Fund Transfer 


Total Cash Inflows: 

Ps 

Ps 

- 

Cash Outflows: 

Acquisition/Purchase of of Property Plant and Equipment Ps 
Construction In Progress 

Reserves 

Ps 

2,523,178.57 

Total Cash Outflows: 

Ps 

Ps 

2,523,178.57 

Total Cash Provided (used) Investing Activities 

Ps 

Ps 

(2,523,178.57) 

Cash Flows From Financing Activities 

Cash Inflows: 

Proceeds of Loans Payable 

Ps 

Ps 


Total Cash Inflows 

Ps 

Ps 

~ 

Cash Outflows: 

Payment of Loans Payable 

Ps 

Ps 


Total Cash Outflows: 

Ps 

Ps 

- 

Total Cash Provided (used) Financing Activities 

Ps 

Ps 

- 


Cash Provided by Operating, Investing and Financing Activities 

Ps 

(185,956.69) Ps 

14,158,347.41 

Add: Cash and Cash Equivalents, Beginning 

Ps 

75,312,103.41 

60,967,799.31 

Cash and Cash Equivalents, Ending 

Ps 

75,126,146.72 Ps 

75,126,146.72 


Prepared by: 

MELANIE P. BOBADILLA 

Division Manager B - ACMD 









































